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Colonel, M.C., U.S.A. 


Commandant 



















Officers and men of the Medical Department 
United States Army 
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7 HIS book is dedicated to the Thirty- 
first class of the School for Medical 
Department Enlisted Technicians, Fitz- 
simons General Hospital, Denver, Colo¬ 
rado. 

We salute you Soldiers in White! 


All photographs official F.G.H. Photos by 

T/5 HAROLD E. PERDUE 




Omar H. Quade 
Brigadier General, U.S.A. 
Commanding General Fitzsimons General Hospital 




W. W. McCaw 

Colonel, Medical Corps, U.S.A. 
Commandant of the 

School for Medical Department Enlisted Technicians 
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Maj. William V. Wherrett 
Secretary 


Lt. Col. W. Byrd Hunter 
Executive Officer 


Maj. Irving Cohen 
School Surgeon 


Maj. Louis Meites 
Adjutant 


Maj. Harper G. Imler 
Asst. School Surgeon 





2nd Lt. A. J. Eden 
Asst. Supply Officer 


1st Lt. Courtney P. Kline 
Mess Officer 


2nd Lt. Howard S. Hufford 
Asst. Mess Officer 


1st Lt. Irving Lyons 
Asst. Secretary 
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MESS STAFF 
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Maj. Adrian Brodey 
Lt. Col. Clarence F. Johnston 
Capt. Harold M. Van Der SchouW 
2nd Lt. Walter. A. Moffatt, Jr. 
Capt. Dwayne L. Hall 
Capt. John C. Inman 
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Lt. Col. William H. Fields 
Maj. Arthur H. Schmidt 
Maj. Paul A. Hathom 
Capt. Walter E. Murray 
Capt. Stanley P. Stein 
1st Lt. Lewis B. Udis 
1st Lt. James E. Chapin 
1st Lt. Willie B. May 
1 st Lt. Morris Capilouto 




Sgt. Harry J. Williams 
T/4 Robert J. Byrne 
T/4 Carl A. Lineer 
T/4 William D. Neal 
T/5 Arthur R. Coffey 
T/5 Samuel Green 
T/4 Lestie D. Swain 
T/4 Guy C. Williams 
T/5 Rex E. Rose 
T/4 Richard D. Trussell 
T/4 Ralph J. Zolnosky 
T/4 John A. Pharris 
T/4 Michael P. Pasternak 
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Capt. George G. Bennitt 
Capt. Isaac C. Knox 
Capt. Leonard B. Schweiger 
Lt. Col. Joseph R. Sugerman 
Capt. Arthur W. O'Donnell 


Sgt. Sidney G. Lutzin 
T/3 Melville C. Miller 
T/3 James F. Bogle 
Pfc. Lowell W. Oden 
T/4 Nathan Snow 
T/4 Alfred S. Bassette 
T/5 William H. Rennie 
T/4 Leslie J. Forsythe 
T/4 0ren B. Landers 
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INOCULATION OF CULTURE MEDIA 


DEMONSTRATION OF 
VENIPUNCTURE 
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Lt. Col. Arthur R. Woodbume 
1 st Lt. Anne Thornton 
2nd Lt. Mary K. Keating 
2nd Lt. Margaret L. Helgeson 
Major Walter A. Compton 
Capt. William R. Duryee 
Capt. Sidney O. Brown 
Capt. Peter A. Justin 
Capt. Raymond J. Wyrens 
Capt. Freeman D. Fowler 
Capt. Julius Aronow. 


T/3 James Smid 
T/3 Edward Vandenburg 
T/4 Vaughn Kriebs 
T/4 Clarence Peterson 
T/4 Anthony Lariton 
T/4 George Sturzell 
T/5 Stanley Glazier 
T/5 Robert Gilligan 
T/5 Denton Morris 
T/4 Theodore Cutting 
T/5 Victor Munk 
Pfc. Russell Miller 
T/5 Herman Engelgau 
T/5 Joseph Warnock 
T/4 Mavor Triche 
T/5 Edward Ransom 
T/5 Herbert Brown 
T/5 Paul Foster 
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CATHETERIZATION 


anatomy 


SURGICAL SCRUB 


BALKAN FR A Up 


CONTAGIOUS DISEASE 


PLASMA ADMINISTRATION 
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POSITIONING 


Capt. George L. Neumann 
Lt. Col. Charles A. Wagner 
Capt. Porter T. Robbins 
2nd Lt. John W. Banning 
2nd Lt. James G. Taylor, Jr. 
2nd Lt. Arthur S. Parker 
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T/5 Max Wahlman 
1st Lt. Stewart L. Scher 
1 st Lt. Allen R. Crompton 
1st Sgt. Edmond S. Pace 
T/Sgt. Maxie L. Buck 
Sgt. Jack G. Allison 
Pvt. Charles W. Canter 
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Capt. Richard T. Weatherall 
Battalion Commander 


Capt. Francis M. Favata 1st Lt. David Novick 
Commanding Co. C Assistant C. O. Co. C 


1st Lt. Albert J. Pagano 1st Lt. Louis Goldfarb 
Commanding Co. D Asst. C. O., Co. D 


/f CCVLUOH(t 


U 


tautiH 


L<m 


Capt. Daniel Bernstein 
Commanding Co. B 


2nd Lt. John F. Tipre 
Assistant C. O. Co. B 


1st Lt. Allen R. Crompton 1st Lt. Stewart L. Scher 
Commanding Co. A Assistant C. O. Co. A 


1st Lt. John L. Munschauer 
Commanding Co. E 


1st Lt. Carl Flaxer 
Asst. C. O., Co. E 



COMPANY FIRST SERGEANTS AND COMPANY CLERKS 
1st Sgt. Tom N. Jameson, Jr. 1st Sgt. Robert H. Hanson 
1st Sgt. Arthur L. Moore T/5 James J. Somers 
1st Sgt. Roger E. Lankford Sgt. Jack G. Allison 
1st Sgt. Edmond S. Pace S/Sgt. Jacob Berinsky 
1st Sgt. Howard E. Peterson T/5 Delbert F. Gibson 
1st Sgt. John C. Hales pfc. Robert L. Stone 

S/Sgt. Harmon E. Priel T/5 Frank W. Hale 

1st Sgt. Edward Huffert 











Capt. Fritz Bluhm 
Company Commander 



Techn. 5th Gr. Arthur W. Rummel, Cook 
Techn. 5th Gr. Eldon L. Boyd, Company Clerk 
Techn. 5th Gr. Melvin J. Scheidt, Mail Clerk 
Staff Sgt. Jerry DeMartin, Duty NCO 


Techn. 5th Gr. George D. Van Nest, Clerk-Typist 
Techn. 3rd Gr. Herman I. Cohen, Acting 1st Sgt. 
Techn. 5th Gr. Glenn V. Jarvie, Acting Supply Sgt. 
Techn. 5th Gr. Donald P. Lafferty, Personnel Clerk 
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1st Lt. Courtrey P. Kline 
Mess Officer 

2nd Lt. Howard S. Hufford 
Asst. Mess Officer 
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Street Scene, Fitzsimons General Hospital 














